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ATTACHMENT A 
SPARE PARTS F IN SUPPORT OF THREE ~ Al SYSTEMS 

PART NUMBER TEN JANTITY TRED 
150100 SOLENOID ASSEMBLY 12 
730125-009 RELAY PLUG-IN WITH SOCKET 6 
730125-010 RELAY (ADVANCE) USED ON JUNCTION Box 5 
730126-016 RELAY (ALLIED) USED IN JUNCTION BOX 5 
7 30129-002 ACTUATOR MICROSWITCH 4a 
7 301L29-01 3 CIRCUIT BREAKER ~ 30 AMPS 6 
‘1301 75~ 300 SCREW, BINDER HD. 300 
TRIOLT5= 362 SCREW, BINDER HD. NYLON 300 
71301 75-634 SCREW, SOCKET HD. 300 
7301 75-839 SCREW, OVAL HD. 300 
73018426 WASHER, PLAIN 150 
730187=11 PIP PIN 12 
7301L87=36 PIP PIN 12 
73018759 PIP PIN 16 
731102-31 SOLENOLD ASSEMBLY 2 
731170 CASE DRIVE ASSEMBLY 1 
731340 CASE DRIVE ASSEMBLY i 
731450 TIMER ASSEMBLY 3 
731600 PROGRAMMER A-1 1 
731.760 IMC ASSEMBLY A-1 a 
731910 MOTOR AND GEARHEAD ASSY-DRIVE 1 
132002020 MICRO-SWITCH V3-1 18 


Approved For Release 2000/04/18 : CIA-RDP81B00879R000500050099-8 


Approved For Release. 2000/04/18 : CIA-RDP81B00879R000500050099-8 


PART NUMBER 
737060 


T35LE3 
735.b4 


735463 
735L11~4 
135575 


ATTACHMENT 3 


ITEM 
MAGAZINE TEST STAND (730) 
ADAPTION TEST SET (730) 


PLATTEN LIFTING DEVICE (730) 
ADAPTER PLATE, SHUTTER (730) 
MAGAZINE AND TRANSIT CASE 


Approved For Release 2000/04/18 : CIA-RDP81B00879R000500050099-8 


